Date: 
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Linda Lacelle 
Process Sheet 


Dart Aerospace Ltd. 


Customer 
: CU-DAR001 Dart Helicopters Services 
Drawing Name 
: DUAL DISABLING KIT (LIGHT BELL) 


Job Number 
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Estimate Number 
: 10545 


P.O. Number 
:~I~ 
Part Number 
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This Issue 
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Drawing Number 
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Prsht Rev. 
: NC 
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Number 
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Drawing Revision 
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Previous Run 
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Material 
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Written By 
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Due Date 
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Checked & Approved By 


Comment 
: Est Rev:E 
Re-Format 
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Additional Product 


Job Number: 


11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 
Description : 


1.0 
DC 
DOCUMENTCONTROL 


---- - 
_. 
1111111111111111111111111 
1111111111111111111111111 


Comment: DOCUMENT 
CONTROL 


Photocopy bluefile and create labels per PPP 0206-739-011 CHG002 
iYr. 
051 I~l)-j 


2.0 
PACKAGING1 
PACKAGINGRESOURCE#1 


1111111111111111111111111 
1111111111111111111111111 


Comment: PACKAGING 
RESOURCE #1 


Pick Packing Kit 


3.0 
03370041 
PedalLock 


-- 
- 
- 
1111111111111111111111111 
1I1111111II1111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
6.0000 Each(s) 


Pick: 


Qty Part Number 
Description 
Batch 


1 
03370-041 
Pedal Lock Assembly 
!3:J..JJt 0 


Ensure that keys are attached 


4.0 
03393041 
BatteryLockAssembly 


~-- - -_._---- 
1111111111111111111111111 
111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
6.0000 Each(s) 


Pick: 


Qty Part Number 
Description 
Batch 


1 
03393-041 
Battery Lock Assembly 
(J 1.3 S"J. 0 


Ensure that keys are attached 
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M 
Dare: 
Monday, 11/14/20051:19:23PM 


User: 
Linda Lacelle 


Customer: 
CU-DAR001 Dart HelicoptersServices 


Job Number: 
24759 


Job Number: 
11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 


5.0 
aC4 


1111111111111111111111111 


Process Sheet 


Drawing Name: DUAL DISABLINGKIT (LIGHT BELL) 


Part Number: 0206739011 


Description: 


INSPECT 100% KITS FOR COMPLETENESS 


1111111111111111111111111 


"" 
, 


IIIIIIIIIIIIIIIIIIIIIII~ 0u)J1/~ 


Comment: INSPECT 100% KITS FOR COMPLETENESS 


Ensure that keys can be locked and unlocked for each 03370-041 and 03393-041 assembly. cd 05 
If} I 


6.0 
PACKAGING1 
PACKAGINGRESOURCE#1 


1111111111111111111111111 


Comment: PACKAGING 
RESOURCE #1 


Identify and pack for shipping as per PPP 0206-739-011 


Location: __ 


PPPRev:~g_ 


Record Key Numbers For The Following: 


03370-041 
03393-041 
Clj C). () f1. 
Co Y:J-iJ /) 


7.0 
DC 
DOCUMENTCONTROL 


.. _. 
__ 
1111111111111111111111111 
1111111111111111111111111 


Comment: OOCUMENT CONTROL 


Inspection Level 21 


6 
c~ 


Job Completion 
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Dart 
Aerospace 
Ltd. 
Hawkesbury 


Job 
Costing 
Report 
Nov 
14, 
2005 
01:20 
pm 


No 


6 
a 
11-14-05 


0024759 
0206-739-011 
WK546 
Main 


$0 
Posted 
to 
Finished 
Goods 


0.00 


0.00 


0.000% 
0.000% 


NNNNNNN 
Open 
Not 
Invoiced 


Order 
Entry 
No 
OE Value 


Department 
Code: 
Burden 
Flags 
WO 
Status 
Invoice 
State 
Invoice 
Date 
Invoice 
Number 
Invoice 
Amount 


Est, Margin 
Actual 
Margin 


Work 
Order 
No 
Project 
Name 
Project 
For 
Work 
Order 
Type 
Main 
WO 
Number 
House 
Part 
Number 
*0206-739-011 
Description 
Dual 
Disabling 
Kit 
Manufactured 
Yes 
Amount 
Req'd 
Amount 
Done 
Start 
Date 
Est 
Finish 
Date 
Act 
Finish 
Date 
Drawings 
Reqd 
Ok 
for Approval 
Approval 
Rec'd 


Estimated 
Actual 
Var. 
% 
Posted 
To 
Post 


=============================================================================== 
Material 
Cost 
0.00 
0.00 
0.00 
Engineering 
Hours 
0.00 
0.00 
0.00 
Engineering 
Cost 
0.00 
0.00 
0.00 
Production 
Hours 
0.00 
0.00 
0.00 
Production 
Cost 
0.00 
0.00 
0.00 
Packaging 
Hours 
0.00 
0.00 
0.00 
Packaging 
Cost 
0.00 
0.00 
0.00 
OverHead 
Hours 
0.00 
0.00 
0.00 
OverHead 
Cost 
0.00 
0.00 
0.00 
CNC 
Hours 
0.00 
0.00 
0.00 
CNC 
0.00 
0.00 
0.00 
Misc. 
Hours 
0.00 
0.00 
0.00 
Misc. 
0.00 
0.00 
0.00 
========== 
========== 
======= 
Burden 
0.00 
0.00 
0.00 
========== 
========== 
======= 
Total 
Cost 
0.00 
0.00 
0.00 
Margin 
0.000 
0.000 
Selling 
Cost 
0.00 
0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 


Labour 
Hrs/Amount 
Done 
Profits/(Loss) 


Estimated 
0.00 
o. 00 ". 
S 9,/..i 


6,,<"'.71 


Sq -r 
o-J/rj;...j'--' 


Actual 
0.00 
0.00 
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Project tlo. 


Customl!r 


Part Number 


Job Number 


LindaLacelle 


: Dart Helicopters Services 


: 0206739011 


: 24759 


INVENTORY ITEMS PICKED 


FOR SLIP NUMBER 
32 


Drawing Number 


Drawing Name 


Due Date 


Qty 


Slip # 


:N/A 


: DUAL DISABLING KIT (LIGHT BELL) 


: I I 


6 


32 


location 
Store 
Picking 
lot No. 
Serial No. 
Req'd 
Taken 


3.0 
D3370041 


Pedal lock 


AVClilable 
26.00 
MAIN 
22360 
6.00 
6.0000 Each 


4.0 
03393041 


Battery lock Assembly 


Av,lilable 
31.00 
MAIN 
23520 
6.00 
6.0000 Each 
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FQrm: rpinvpick 


